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May 15, 1992 


David Raduleseu 

Fish & Neave 

875 Third Avenue 

New York, New York 10022-6250 

Re: PM 1655 

Disposable Tobacco System Inserts 


Dear David: 

Thank you for your letter dated May 8, 1992, in connection with the above- 
identified subject. 

We enclose a copy of a letter dated March 3, 1986, from Beverly Monroe in 
response to the question raised in the second paragraph of your letter regarding 
Mary Ellen Counts recollections of prior research regarding use of a carbon fiber 1 
sidestream control. 


Thank you for your attention to this matter. 

Sincerely, 


CEBG/drs 

Enclosure 

cc: Mary Ellen Counts 

Jeffrey H. Ingerman, Esq. 
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